WESTERN ties CORPORATION 


WD1002A-FO. 

Data bus: S-bit, ISA 

Size: Halflength, half-height card 
Hard drive supported: N/A 


Floppy drives supported: Two 360KB, 1.2MB drives or floppy tape drives 


Function Location 
34-pin connector - floppy drive internal CN41 
37-pin floppy disk drive port CN2 


4-pin power suppy for external drives 


USER CONFIGURABLE SETTINGS 


Secondary address - (328 - 328 
+5V tied to (CN2) pin 4 for external drive pins 1 & 2 closed 


No connection via pin 4 for external drive pins 2 & 3 closed 
pins 1 & 2 closed 


Ground tied to chassis ground - enabled 
Ground tied to chassis ground - disabled 


Continued on next page 
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WESTERN DIGITAL CORPORATION 
WD1002A-FOX 


continued from previous page 


BIOS ADDRESS 


pins 2 & 3 closed 
pins 2 & 3 closed 
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